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S.T. & S.C. DEVELOPMENT DEPARTMENT 


CORRIGENDUM 


The 19th February 2010 


No. 8254 – Edn .-I(M )-05 /2010 - SSD . — The sentence “ This will be given effect from the 
date of issue of this Resolution and willbe applicable to cases arising from the date of issue 
of this Resolution " appearing below sub -para . (4 ) of paragraph 3 of S.T. & S.C. Development 
Department ofResolution No. 5882 , dated the 8th February 2010 may be substituted and 
read as “ This will be given effect from the 1st April 2009 " . 


By order of the Governor 

S. RATH 
Director (S.T./S.C.)-cum-Addl. 

Secretary to Government 
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